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13 August 1953 


MEMORANDUM FOR THE ACTING A£SXRTS.?lf DIRECTOR FOR NATIONAL ESTIMATES 
SUBJECT* Sunmary on ; reject 25X1 A2g 


Attached 1* a 8\Mss* xy In <ab ular for* of the various 
‘Saak Commit toe Reports on the project* 1 suggest that 25X1 A2g 

the Board read thi* In conreoticn wife its perusal of the 
report* thoMslvsa because it preset its the various interpretations 
of particular U3 policies* 

Ihe pencil noted on this c«py are those of Mr* Amary 
and syeelf and were meant for our ©»* purpose#* 


25X1 A9a 


(HA Alternate Board. Metber 

HJ 0 Planning Boaid 
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£ , - tH-VCT*** 
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